Post-Frame (Pole Barn) Guide 


This handout is a design aid for use as a basic plan submittal document for residential accessory structures in 
Bannock County. It is limited in scope and is not intended to cover every situation. Please contact the local 
building department for additional information and requirements. 


See footing 
page 2 


Floor Plan 


Indicate all door N 
and window 
Length locations and sizes 
(max. 40’) 
Building length to 
width ratio: 5:3 
(40 Lx 32’ Wx 14’ H) 7 


Full length diagonal 
bracing at corners 


and every 24’ Corner and adjacent 
door posts (min. 8’) 


Posts (max. 8’) 
Typical 


A 


Do Not Scale [ 
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Roof 
Engineered truss (min. 29 ga. steel) 
12 (per snow load) F 
; (max. 4/12) aw 
4 Pa 2x Purlins @ o.c. 


(min. 2x6 @ 24” o.c.) 
Installed with approved hangers 


2x Girts @ O.C. 
(min. 2x6 @ 24” o.c.) 


Section k- 
Wall 
Eaa min. 29 ga. steel 
Clear span height gE ( e ) 
from top of grade Height _ 
to bottom of truss (max. 14’) 
1 
Building length to i i 7 Poto P 
. ane i ae oe 
VIRTUE : 7 ~ (min. 6x6 @ 8’ o.c.) Treated for 
(40 Lx 32’ Wx 14’ H) i fy 
i | ground contact 
1 
1 
| 
i Treated bottom girt 
; (min. 2x6) 
4” Concrete slab : 
N i T 
M 


7 x - = = — , Grade sloped 
z 2 z = y \ (min. 5%) 


Do Not Scale Concrete backfill or a 
concrete pier w/ bo 


approvgd joli dpwn (2) 2x6 Treated cleats or 


(2) #4 rebar through post 


T 
mel 
í Li K 
: z sie 
Footing size ——————_» are 
(min. 18” W x 10” H) 6 
18” 
min 
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Truss attachments --- ~~~ 


Trusses to be designed for the snow 
loads as determined by elevation 
data for Bannock County 


Option 


on G) O 
Notched post 
trimmed flush 


with truss 
(2) 7” 
Carriage bolts 


A roved 
f il (3 (E ne yÍ 


o Š 
(4) %” Carriage (3) %” (2) 2x12 1%” Notched 
bolts per splice Carriage bolts N post for (1) 2x12 
0/0 
0/0 


(3) 2x6 
laminated 
3 3 
0/0 0;0 
2x6 @ 
24” o.c. 
|  _——————————————e 
0/0 
Full length diagonal bracing 
at corners and every 24’ 
ojo aE 
ofo <= ofo 
Treated bottom girt 
Do Not Scale (splash board) 
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